LIGHT AFTER DARKNESS

Next day, ?$>tk September, 1938, at five minutes to three in
the afternoon, the Prime Minister rose to make a statement to
the House of Commons which had been hastily summoned to meet
the emergency. At that time the outbreak of a general European
'war seemed a question of hours.
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